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THERMAL POWER PLANT 
VERKHNY TAGIL USSR 
57 21'N - 59 56'E 


COAL FIRED PLANT SERVING THE 
BVERKHNY TAGIL AE INSTALLATION 
7am HE SE <c 
ESTIMATED CAPACITY 600 MW 
NEW ADDITIONS U/C 


eview by NGA 


Approved For Release 2006/11/08 : CIA-RDP80T01471R001900160010-5 
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